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MEMORANDUM FOR; Chief, Information Management Staff, DIM) 

FROM: Bruce T. Johnson 

Director of Data Processing, DDA 

SUBJECT: Special Cantor Tape Library Flood 


Please express say appreciation to those members of your 
QC organisation who helped us recover from the recent tape 
library flooding situation. This incident was indeed 
unfortunate. Yet it is always gratifying to observe how 
people pitch in and work together when these kinds of 
problems occur. 

He are currently working with other Agency components 
to investigate options to prevent this kind of situation in 
the future. Hopefully we will not have a repeat of this 
event . 

Again, my thanks. 


/s/ Bruce T. Johrsson 
Bruce T * Johnson 
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